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or occupant or tenant or keeper shall be required to store in receptacles not accessible 
to flies all such manure pending its removal. 

Sec. 2. From June 1 to October 1 manure shall not be used as a fertilizer on gardens, 
lots, or other open areas unless and until thoroughly mixed with soil, and so covered 
with soil that flies will not be attracted thereto. 

Sec. 3. No manure shall be dumped and left on sidewalks, streets, alleys, or open 
areas or lot in any inhabited section, nor to be used to grade, in whole or in part, any 
sidewalk, street, alley, open area, or lot in said section. And any site used as a public 
dump for manure shall not be within 100 feet of any building used in whole or in part 
for dwelling purposes. 

Sec 4. Manure shall be conveyed through the streets in the city of Atlantic City 
in such vehicles only as are properly protected against flies by suitable covering. 

Sec 5. All manure stacked or piled for fertilizing purposes on any truck farm or 
garden in thickly settled neighborhoods shall be so stacked or piled at a distance of 
not less than 50 feet from any buildings used in part or in whole for dwelling purposes, 
and shall be stored in a closed bin or screened receptacle, so as to prevent access of 
flies thereto. 

Sec. 6. Whenever the duty is put upon the owner of any premises or stable, or lot 
or open area, or public place in this ordinance, in the owner's absence it shall be the 
duty of the agent of said owner to comply with the provisions of this ordinance, and 
for the purpose thereof any person receiving or collecting rent or attending to said 
property in any manner shall be deemed to be the agent of the owner. 

Sec 7. It shall be the duty of every person owning, controlling, operating, or 
having in charge any stable, barn, or other place where horses, mules, or other live 
stock is kept to have and maintain at all times upon the premises a fly-tight receptacle 
of sufficient dimensions and for the purpose of containing the droppings of manure 
from said stock, and the same shall have a top or lid so arranged as to be fly-tight and 
to exclude therefrom all flies and therein to promptly deposit all droppings from said 
stock and to keep the lid thereon (except when necessarily opened for the purpose 
of depositing therein or removing therefrom) closed in such manner as to prevent 
the ingress of flies thereto. 

Sec. 8. No barn or stable of any kind used for the shelter of any animal contem- 
plated by section 1 of this article shall be used or maintained within 25 feet of any 
building used wholly or in part by any person for sleeping quarters, or where food is 
prepared, served, oi sold. 

Sec. 9. Whenever this bureau shall by written notice so require, every stable 
or building in which horses or cattle are kept or stabled shall be so constructed and 
drained that no fluid excrement or refuse liquids or washings from vehicles shall flow 
upon or into the ground. It may be by written notice required that all of the surface 
of the ground beneath such stables and buildings and of the yard adjoining shall be 
covered with a concrete or other water-tight covering, the material and manner of 
construction of said covering to be subject to the approval of the bureau of health. 

Sec. 10. Any person, persons, or corporation violating any of the provisions of this 
article shall, upon conviction thereof, forfeit and pay a penalty of not less than $10 
and not more than $50. 

Buildings and Premises — Construction and Care. (Ord. 2, Feb. 6, 1914.) 

Aet. 9. Section 1. No premises shall be rented, let, leased, or occupied as a dwelling 
house unless said premises shall have proper sewerage connection and a plentiful sup- 
ply of pure water suitable for domestic purposes furnished at one or more places in 
such house, or in the yard thereof, so that the same may be adjacent and reasonably 
convenient for the use of the occupants of said house. 

Sec. 2. No privy vault or cesspool shall be cleansed or emptied except by some 
apparatus approved by the bureau of health. 
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During the months of May, June, July, August, September, and October no privy 
vault or cesspool shall be cleansed or emptied except between the hours of 11 p. m. 
and 4 a. m. No person shall empty or attempt to empty any privy vault or cesspool 
in this city except pursuant to a permit therefor first received from this bureau. 
Every privy vault or cesspool shall be excavated or emptied at least once in every 
year between November 1 and January 1. 

Sec. 3. No person being owner, lessee, tenant, or occupant of any building or prem- 
ises shall allow any water or other liquid to run from or out of such building or premises 
upon or across any sidewalk or curbstone, and if such substance is allowed to pass 
into any street it must reach the same by passage, to be kept at all times adequate 
and in repair, under or through such flagstone or curbstone; nor shall any person 
allow any accumulation of such water or liquid or the ice therefrom upon any street 
or place, but shall at all times cause the same to be removed or to pass along the gutter 
or some proper passage to the sewer or some other suitable receptacle. 

Sec. 4. Every tank for holding water located on the roof or external part of any 
building shall be kept covered with a tight-fitting cover or with an extra-fine mesh 
screen to prevent the access of mosquitoes to the water therein; and every such tank 
shall be ventilated. Every tank from which water is furnished for general use shall 
be emptied and the inside thoroughly cleansed at least twice a year, and at such other 
times as may be directed by the health officer. 

Sec 5. Every water-closet, bathtub, washbowl, sink, wash tray, and every other 
drainage fixture, also every trap, waste pipe, drainpipe, vent pipe, and every other 
drainage appliance, and also every catch basin, sand basin, vault, and also every 
cover of the same which is not constructed in a workmanlike manner or which is 
damaged, broken, imperfect, or defective, and also eveiy untrapped drainage fixture, 
is hereby declared to be a nuisance, and any person or persons or corporations who 
shall cause or maintain any such nuisance, and who shall refuse or neglect to repair 
and make perfect any defect in any such water-closet, bathtub, washbowl, sink, 
wash tray, trap, waste pipe, drainpipe, vent pipe, or any other drainage appliance or 
portion thereof, or in any catch basin, sand basin, or vault, or in the covering thereof, 
shall, upon the conviction thereof, forfeit and pay a penalty of not less than $10 nor 
more than $50. 

Sec. 6. Whenever any premises shall be connected with a sewer by order of this 
bureau or voluntarily, or when a privy vault or cesspool shall for any reason be aban- 
doned, such privy vault or cesspool shall be entirely emptied and filled with fresh 
earth unless otherwise ordered by the bureau of health. 

******* 

Sec. 10. Every building shall have the proper and suitable conveniences or recep- 
tacles for receiving garbage and other refuse matter. No house, nor any portion 
thereof, shall be used as a place of storage of any article dangerous or detrimental 
to health. 

Sec. 11. The roof of every building shall be kept in good repair, and so as not to 
leak, and all rain water shall be so drained or conveyed therefrom as to prevent its 
dripping on the ground, or causing dampness in the walls, yard, or area. 

Sec 12. Whenever it shall be decided by this bureau or its health officer that 
any building or premises, or part thereof, is unfit for human habitation, by reason 
of its being so infected with disease, or by reason of its being in a condition dangerous 
to health, life, or limb, or to be likely to cause sickness among the occupants, and 
notice of such decision shall have been affixed conspicuously in the building, or any 
part thereof, so decided to be unfit for human habitation, and personally served upon 
the owner, lessee, or agent, if the same can be found in the State, requiring all persons 
therein to vacate such building or part thereof, for the reasons to be stated therein, 
as aforesaid, such building or part thereof shall, within 10 days thereafter, be vacated, 
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or in case of special emergency, within such shorter time as in said notice may be 
specified. 

Sec. 13. No department, agent, officer, or employees of this city, nor any person 
whatsoever, shall from any sewer or drain, receiving basin or manhole of any sewer 
or drain in any street or highway in said city, draw off or take out the contents of the 
same unless they or he shall have at hand and deposit therein such contents in a 
water-tight and securely covered vehicle or wagon, and in no case allow the same 
from the time of bringing the same out of said sewer, drain, receiving basin, or manhole 
to be exposed to the air. 

Any person or persons violating any of the provisions of this article shall, upon 
conviction thereof, forfeit and pay a penalty of not less than $10 nor more than $50. 
******* 

Art. 15. Section 1. Chapter 61 of the State Laws of New Jersey, session of 1904; 
entitled "An act to improve the condition of tenement houses in this State and to 
establish a State board of tenement house supervision," together with supplements 
of and amendments thereto, is hereby incorporated into and made a part of this code 
in so far as it relates to light, air space, sleeping quarters, dirt and filth, storage or 
refuse, sewer connection, plumbing, cesspools, and privies; and any person or persona 
violating any of the above-mentioned provisions of the said act shall, upon convic- 
tion thereof, forfeit and pay a penalty of not less than $10 for each day during which 
a violation of said act is willfully allowed to exist. 

Domestic Animals— Sale and Slaughtering. (Ord. 2, Feb. 6, 1914.) 

Art. 9. Sec. 7. No person shall sell or keep for sale at any place in the city of 
Atlantic City any dogs, cats, birds, or other small animals without a permit from 
the bureau of health. 

Sec. 8. Every proprietor, owner or owners, occupant or occupants, of any place 
in said city where cattle, chickens, geese, hogs, or fowls are slaughtered or intended 
to be slaughtered for sale, shall obtain a permit therefor from this bureau and shall 
make an application in writing to the bureau for a permit, which application shall 
be accompanied by a plan and written specifications showing location and construc- 
tion of the proposed building, or if building is already constructed the proposed 
alteration therein. The fee for such permit shall be the sum of $2 annually. Every 
such permit shall be subject to the rules and regulations adopted by this bureau. 

Common Drinking Cups— Prohibited in Factories and Public Places. (Ord. 2, 

Feb. 6, 1914.) 

Art. 9. Sec 9. The use of a common drinking cup or receptacle for drinking water 
in any public place, park, street or avenue, public institution, or in any hotel, theater, 
factory, school, public hall, or in any railroad car, or in any railway station, or the 
furnishing of any such common drinking cup or receptacle for use in any such place, 
is hereby prohibited. The term "public place" as used herein shall be construed 
to include: 

(a) Any place where goods, wares, or merchandise are sold or offered for sale. 

(b) Any department, bureau, building, or office of a municipal corporation. 

The term "factory" as used herein shall be construed to include any workshop or 
manufacturing or business establishment where persons are employed at labor. 

Garbage and Refuse — Care and Disposal. (Ord. 2, Feb. 6, 1914.) 

Art. 10. Section 1. That all garbage and offal which shall accumulate anywhere 
in the city of Atlantic City or which is stored, kept, or retained therein shall be kept 
in galvanized-iron receptacles. Said receptacles shall be water-tight, and they shall 
be kept in good repair and covered with closely fitting iron covers. Capacity of said 



